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No. 28HA /63F /782. -Whereas it appears to the Governor of Haryana that land is likely to be 
required to be taken by Government, at public expense , for a public purpose , namely, DHS Road to village 
Karnoli link road , it is hereby notificd that the land in the locality described below is likely to be acquired 
for the ab ) : purpose . 

This notification is made under the provision of section 4 of the Land Acquisition Act, 1894 , to 
all whom it may concern . 

In ex ercise of the powers conferred by the aforesaid section the Governor of Haryana is pleased 
to authorise the officers for the time being engaged in the undertaking with their servants and workmen to · 
enter upon and survey any land in the locality and do all other acts required or permitted by that section . 

Any person interested who has any objection to the acquisition of any land in the locality may 
within 30 days of the publication of this notification , file an objection in writing before the Land Acquisition 
Collector, Haryana, P.W.D., B. & R . Branch , Ambala Cantt. 

SPECIFICATION 


BV 


" 
T 


District 


Tehsil 


Locality 


Details of Khasra Nos . 


Area in 
Acres 


Hissar 

Do 


Fatehabad 

DO 


Gila Khera 
Karnoli 


0.90 
5.42 


871 , 8/7 , 8 , 13 , 14 , 17 , 18 , 23 , 24 , 15/3 , 4 
567, 171, 185, 190 , 137, 612 , 198 , 615 , 135 , 
187 , 188 , 125/3 4 , 109/3 , 4, 7, 8 , 13 , 14 , 
17, 18, 23, 24. 82/5/1, 5 /2,6/ 1, 6/2 , 7, 14, 
15 , 17/1 , 17/2, 23/2, 23/1 , 24 , 75/16 , 25/1, 

25 / 2,74 / 1, 2 , 9 , 10 , 11/1, 11/2 , 20, 21, 56 , 
3/1 , 3/2 to 8/1, 8/2 , 12 , 13, 18 , 19/1 , 19/2 , 
22/1 , 22/2 , 48/24, 25 , 102/3 , 4 , 7, 8 , 13 , 
14 , 17 , 18 , 23, 24 . 


Total 


6.32 


No. 28 HA /63F /783. - Whereas it appears to the Governor of Haryana that land is likely to be 
required to be taken by the Government at public expenses, for a public purpose , namely, Ratia Rori Road 
to village Phul via Thamaspura in Hissar District, it is hereby notified that the land in the locality 
described below is likely to be acquired for the above purpose. 

This notification is made under the provision of section 4 of the Land Acquisition Act, 1894, to 
all whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is pleased 
to authorise the officers for the time being engaged in the undertaking with their servants and workman 
to enter upon and survey any land in the locality and do all other acts required or permitted by that 
section . 

Any person interested who has any objection to the acquisition of any land in the locality may 
within 30 days of the publication of this notification file an objection in writing before the Land Acquisition 
Collector, Haryana , P. W. D., B. & R . Ambala Cantt . 

SPECIFICATION 


Distsict 


Tehsil 


Locality 


Details of Khasra Nos . 


Area 

in 
acres 


Hissar 


Fatehabad 


Haroli 


20008 x 40 


4840 x9 

18.37 


481,488 to 498, 378, 418, 388 , 

389 to 467, 694 to 725, 632 
to 643, 133/1 , 10 , 11, 12 , 19 , 

20 , 21, 22 , 2 , 132/2 , 9, 12 , 19 , 
21, 22 , 133/25, 149/5 , 150/1 , 
2 , 6 to 9 , 14 , 15 , 151/11, 19 , 
18 , 20 , 22 to 25 , 168/4 , 5 , 
167/1, 8 to 10 , 13 to 16,166 / 19 , 
to 24 , 191/3 to 6 , 192/9 , 10 , 
12 to 14 , 16 , 17 , 25 , 193/20 to 
23 , 200/2 to 7, 199/10 to 13 , 
16 to 19 , 25 , 229/4 to 7 , 14 , 
15 , 17, 18 , 23 , 24 , 234/3, 8 , 


1 
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District 


Tehsil 


Locality 


Area 

in 
acres 


Details of Khasra Nos . 


Hissar 
contd 


Fatehabad 
contd . 


Haroli . 


concld . 


18.37 - 
concld 


9 , 13 , 18 , 19 , 260/1 , 269/25 , 
8 , 11, 12 , 20 , 266/1 , 10 , 11 , 
286/3 , 6 to 8 , 14 , 15, 287/6 
to 15 , 188/10 , 11 


Do 


Do 


Phul 


2952 x 40 


190 , 79/6 to 15 , 18/6 to 15 . 
81/7 to 14 . 


9 X4840 


2.71 


Total 


21.08 acres 


No. 28HA /637 /784.-- Whereas it appears to the Governot of. Haryana that land is likely to be 
required to be taken by Government, at public expanse, for a public purpose , namely , from Ratia Fatehabad 
road to village Sheikhpur Sotar In Hissar District, it is hereby notifi:d that the land in the locality described 
below is likely to be acquired for the above purpose. 

This notification is made under the provision of section 4 of the Land Acquisition Act, 1894 , 
to all whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is 
pleased to authorise the officers for the time being engaged in the undertaking with their servants and 
workmen to enter upon and survey any land in the locality and do all other acts required or permitted by that 
section . 

Any person interested who has any objection to the acquisition of any land in the locality may 
within thirty days of the publication of this notification , file an objection in writing before the Land 
Acquisition Collector, Haryana P.W.D., B. & R. Branch , Ambala Cantt . 


SPECIFICATION 


District 


Tehsil 


Locality 


Details of Khasra Number 


Area in 
acres 


Hissar 


Fatehabad 


Yalki 


5445 x 40 


9 x 4840 = 


281 , 287 to 291 , 333 , 141/20 to 25 , 142 / 

21 to 25 , 14/21 to 25 , 144/21 to 25 , 
145/21 to 25, 146/21 to 25 , 147/22 to 
25 , 170/2 to 5, 171/1 to 5, 172/1 to 5 , 
173/1 to 5 , 174/1 to 5 , 175/1 to 5 , 176 / 
1 to 4 


5.00 


Do 


DO 


Rajabad 


811 8 x40 


9 x 4840 


7.45 


55 = 55 / 1 , 59 to 62,71 to 75 , 11/21 
to 25 , 12/19 , 21 , 22 . 13/1 , 
2 , 14/1 to 5, 

10 , 11 , 20 , 21 , 
5/5 , 6 , 15 , 16 , 25 , 

17/5 
6 , 15 , 16 , 25 , 18/1 , 10 , 11, 20 , 21 , 
21/1 , 10 , 11 , 20 , 21 , 22/5 , 6 , 15 , 16 , 
17 , 21 to 23 , 25 , 33/23/21 to 25 , 24 / 
21 to , 25 , 25/25 , 27/4 , 5 . 
28/1 to 5 , 29/1 to 5 , 30/1 , 2 
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District 


Tehsil 


Locality 


Details of Khasra Numbers 


Area ia 

acres 


His : 1 : 


Fathea bad 


Bhiardana 


101 84 x 40 


9x4840 


9.35 


1025 , 1037 to 1040 , 1044 , 1045, 794 , 
1107,1108, 3193, 3277/5 , 3437 , 5134 , 
56/6 to 8 , 13 , 14 , 18 , 22 , 55/8 , 14 , 15 , 
17 to 19 , 23, 57/4 to 10 , 58/1 to 5, 9, 
10,48 /21 to 25 , 49/21 to 25 , 50/21 to 
25, 51/21 to 25, 59/1 to 5, 60/1 to 5, 
62/1 , 2,8 to 10 , 13 to 17/1 , 63/6 , 74/2 
to 4 , 8 to 10 , 12 to 15 , 18 to 20 , 
50 , 57,58,41 /5 , 37/4 107, 14 to 17 , 24, 
25 , 38/1, 31/2 , 10 , 11 , 20 , 21, 32/3 , 6, 
15,16,25 


-7 


Do 


DO 


Shakhupur Sotar 


2165 x40 


9x4840 


2.00 


Total 


23.80 


No. 28HA /63 - F / 785.- Whereas it appears to the Governor of Haryana that land is likely to 
be required to be taken by the Government, at public expenses, for a public purpose namely , for constructing 
a link road from Fatehabad -Hanspur Road to village Nakta via Khan Mohmad in Hissar district, it is hereby 
notified that the land in the locality described below is likely to be acquired for the above purpose. 


This notification is made under the provision of section 4 of Land Acquisition Act, 1894 , to all 
whom it may concern . 


In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is pleased 
i authorise the officers for the time being engaged in the undertaking with their servants and workmen to 
cnter upon and survey any land in the locality and do all other acts required or permitted by that section . 

Any person interested who has any objection to the acquisition of any land in the locality may 
within 30 days of the publication of this notification , file an objection in writing before the Land Acquisition 
Collector, P.W.D., B. & R . Branch , Haryana , Ambala Cantt. 


SPECIFICATION 


District 


Tehsil 


Name of village 


Khasra Numbers 


Area in 
acres 


Hissar 


Fatehabad 


Fatehabad 


3280 x 60 


4.52 


9 X 4840 


Do 


DO 


Khan Mohmad 4756 x 60 


6.56 


9x4840 


407/2 , 1055 , 1056 , 436 , 11/1, 

Ji, 20 , 21, 22 , 140/1 , 2 , 
9, 12 , 13, 18 , 19 , 23, 152/3, 
8 , 9 , 12 , 13, 14 , 17 , 18 , 24, 
176/4 , 5 , 6 , 15 
55 , 56 , 53, 66 , 71 , 72 , 73 , 
79, 5 , 58 , 59, 50 , 80 , 165, 
84 , 76 , 52,21/6 , 7 , 20/9 , 
16 , 19/20 to 22 , 24 / 2,3, 6 , 
7 , 8, 14 , 15, 28/11, 12 , 19 , 
22 , 29 /11,20,21 
581, 529 , 643, 571 , 
572,583,668 , 738 to 740 , 
585 , 586 , 560 , 587 , 531 , 
932,673 , 853 , 814 , 815 , 
588 , 575 , 546 , 590 ; 533 , 


Do 


Do 


H 17.rawan Kalan 35752 760 


9x4840 


49.25 
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District 


Tehsil 


Name of Village 


Khasra Number 


Area in 

acres 


749 to 751,47 to 50 , 603, 
604 , 605 , 552 , 877, 718 to 
772 , 618 , 12/16 , 24 , 25 , 
11/21 , 22 , 1611-4, 7 , 8 , 
14,17 , 24 , 35/4 , 6 , 7 , 34/2 , 

9 , 10 , 17/14 to 17 , 23 , 181 
11 , 18 to 20 , 22 to 24 , 32/1 , 
8 to 10 , 12 , 14 , 17 , 25 , 31/ 
21,22 , 46/2 to 4,6 to 8 , 15 , 
16 , 25 , 60/6 , 7, 12 , 15,61 /5 , 
6 , 15 , 59/6 , 15 , 58/6 to 
15 , 57/6 , 15 , 56/4 , 5 , 7 to 
14 , 55 / 1,2, 12 , 19 , 22 to 
25, 82/2 to 5, 83/1 to 3 , 
14 , 15 , 24 , 85/11, 10,20,21, 
86/4 , 6,15,16 , 25 , 115/5 , 6 , 
15 , 16 , 25 , 116/1, 10 , 11,20 , 
21 , 119/1, 10 , 11, 20 , 21, 
120/5 , 15, 16 , 25 , 148/5 , 
15 , 16 , 25, 149/1, 10 , 11, 
20 , 21, 22 , 154/19 , 182/5 , 
6 , 15 , 16 , 25 , 183/1, 10 , 
11 , 20 , 21, 189/1 , 10 , 11 , 
20 , 21, 190 / 5,6 , 15, 16 , 
25 , 217/5/6 , 15, 16 , 25 , 
218/1 , 10 , 11, 

21 , 
226/1 , 10 , 11 , 227/5 , 6 , 
15 , 254/25, 255 /21,264 / 1, 
10 , 11, 20 , 21, 265/5 , 6 , 
15 , 16 , 25 , 291 /5,6 , 15 , 
16 , 25 , 292/1 , 10 , 11, 20 , 
21, 299/1 , 10 , 11 , 20 , 21 , 
300 / 5,6 , 15 , 16 , 25 , 329 / 
5,6,15,16,25 , 330/1 , 10 , 
11 , 20 , 21 , 337/1, 10 , 11 , 
20 , 21 , 338 / 5.6 , 15 , 16 , 
25 , 369/5 , 6 , 15 , 16 , 25 , 

370/1 , 10 , 11 , 20 , 371/4 
62 , 63 , 94 , 81, 82 , 55 , 37 , 
160 , 58 , 38/1, 2 , 9 , 10 , 
35/20 , 21, 34/6 to 9 , 14 , 
15 , 16 , 20 , 27 / 1,9, 10 . 
12,19,22 , 28/5 , 22/21, 
21/2,2, 7, 8 , 14 , 16 , 17 , 
25 , 14/4 , 5 , 6 , 15 , 13/11 , 
19 to 22 , 4/12 , 13 , 18 , 
19 , 23,42 ,, 21/13 


20, 


> 


Hissar 


Fatehabad 


Manakpur 


6101 X 60 


9x4840 


8.40 
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District 


Tehsil 


Locality 


Khasra Numbers 


Area in 
acres 


Hissar 


Fatchabad 


Nakta 


2263 X 60 


3.12 


9x4840 


71 to 74 , 155 , 78, 85 , 65 , 

48 / 1,2,9 to 12 , 37/6 , 
14 to 18 , 21 to 23, 38/1 
to 3,9 to ii, 29/17 , 
23 to 25 . 


Total .. 


52152 x 60 


71.84 


9 x 4840 


. 


No. 28-HA /63S /787.-Whereas it appears to the Governor of Haryana that land is likely to be 
rcquired to be taken by Government, at public expense, for a public purpose, namely, Kewal to Singh 
pura Road in Sirsa District, it is hereby notified that the land in the locality described below is likely to be 
acquired for the above purpose . 

This notification is made under the provision of Section 4 of the Land Acquisition Act , 1894, to all 
whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana is pleased 
to authorise the officers for the time being engaged in the undertaking with their servants and workmen 
to cnter upon and survey any land in the locality and do all other acts required or permitted by 
that section . 

Any person interested who has any objection to the acquisition of any land in the locality may within 
30 days of the publication of this notification , file an objection in writing before the Land Acquisition 
Collector, Haryana , P. W. D., B & R Branch , Ambala Cantt . 

SPECIFICATION 


District 


Tehsil 


Locality 


Details of Khasra Nos. 


Area in 
acres 


58 


63 


64 


Sirsa 


Sirsa 


3.914 


Kewal, H. No. 

322 


24 24 


21 


24 
21, 22 , - , 25 

2 


1 


2 


65 


66 


67 


23 to 25 


10 , 12 , 18 , 24 


5 


5 


78 


79 


80 


81 


* 


1 


1 


1 


5 1 

1 to 5 1 
2 to 5 
1 2 
138, 140 to 142 , 167, 169, 169/1, 182 . 
184 , 229 to 239, 242 , 248 to 253 , 273 , 
485 to 492 , 494 to 499 , 525, 529, 530 , 
543 


Do 


Do 


10.893 


Dharmpura , 
H. No. 323 


5 


6 


14 


20 , 21 25 25 


12 13 
4 , 5 , 7 , 8 , - , 

2 1 


2 


14 


19 


13 


19 19 


1 


1 


18 , 


21 , 22 


2 


1 


2 


1 2 


992 
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District 


Tehsil 


Locality 


Details of Khasra Nos. 


Area in 
acres 


Sirsa conctd 


20 


Sirsa - concid Dharmpura 

H. N. 323 

concld . 


10.893 
concld 


55 


17 18 18 


77 13 13 
6 , 

1 2 1 2 


14 , 


. 


1 2 


1 1 


2 


20 


27 


22 22 

6 
19, - , - , 23 14 , 15 , - , 17 , 18 , 20 , 
1 2 

1 


2 


27 


28 


23 


23 


1, 2 , 10 


24 , 


t 


1 


2 


39 


40 


2 2 


16 16 17 


T Z 


3 , 9 , 10 , 11 


15 , 


1 2 T 


40 


41 


43 


17 23 23 


22 23 


2 to 5 


24 21, 


3 


3 


2 


2 


42 


44 


23 23 


1 


4 4 


22 , 


24 , 25 


1 


2 , 3 , 


1 2 


12 


2 


45 


1 , 2 , 3 


69 , 70 , 75 to 77, 80 to 82 , 99 , 102 , 
107 to 113 , 181 to 185, 190, 221/1 , 293, 
312 , 313, 344 to 352 , 377 , 386 to 389, 
398, 402, 407/1, 408 , 409 


Sirsa 


Sirsa 


6.734 


Rampura , 
H. No. 324 


9 


6 6 


5 , 


14 , 15 , 17 , 18 , 22 , 23 


12 


10 


15 


11 


9 10 10 


10 


110 


1 , 2 , 


11 


21 


2 


16 


15 15 


6 , 


1 2 


16 , 17, 23, 24 
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District 


Tehsil 


Locality 


Details of Khasra Nos . 


Area in 
acres 


19 


20 


16 16 


25 25 


99 


24 , 


2 , 3 , 


10 . 


J 


2 


1 


2 


ī a 


20 


34 


+7 


9 9 12 


11 11 11 

- , 12,20 3 , 4 , 8 , 
2 3 


ī 2 3 


1 2 1 


34 


77 to 81, 83, 


1 


20 20 


12 

, 13, 19 , 
2 


1 


2 


to 85 , 87, 88 , 102, 168 , 169, 175 , 178 , 
179 , 181, 190 , 191, 226 to 228 , 231, 232 , 
769, 773 , 774 


Sirsa 


Sirsa 


9.646 


54 


55 


68 


Singhpura , 
H. N. 325 


10 , 11, 20 , 21 


25 


5 5 6 7 , 8 


4 . 


3 


î 2 2 


68 


69 


78 


13 , 14 , 18 , 19 , 21, 22 


1 


2 


79 


5 5 


22 22 


6 , 7 , 13 , 14 , 18, 19, 21 , 


1 2 


1 


80 


88 


89 


25 


5 , 6 , 7, 13, 14 , 18 , 19, 21, 22 


1 


103 


104 


1 


5 , 6 , 7, 13, 14 , 18 , 19 , 21 , 22 


1 


2 


154 , 168, 169, 170 , 174 , 189 , 243 , 244 , 
635 to 637, 653, 756, 761, 770 


Total 


31.187 Acres 


B. K. WADHWA , 


Superintending Engineer, 
Hissar Circle , P.W.D., B.& R . Branch , 

Hissar. 


